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25X1 A6a The accountings contain many mtheaatieal 

errors and soma times fail to be properly 
doeeeantad with receipts. 

4* Atthe ttm of the report, an auditor was at the 
25X1 A6a ^^^HStation endeavoring to find a shortage. 

k* Vs are pleased that so many of year stations are reported 
upon favorably and hope that in stations where deficiencies here 
been acted you will institute corrective action as seen as possible. 

5. these reports of fiscal conditions at overseas stations are 
■ads periodically hr the Comptroller. the next one will be sub- 
mitted as at 31 October 1956 and each six-month period thereafter. 
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